RITE AID 

WEST COAST PROCEDURES 

PRODUCT RECLAMATION CENTER 


CIGARETTE RF/mRN.S 

° ALL CIGARETTE RETURNS ARE TO BE SEPARATED AND APPROVED 

BY VENDOR AT STORE LEVEL BEFORE RETURNING TO THE PRC. 

0 OUTDATES ARE TO BE RETURNED TO THE PRC FOR PROCESSING 

AND RETURN TO CIGARETTE VENDORS. CIGARETTES HAVE A 
SHELF LIFE OF ONE YEAR FROM MANUFACTURE/PRODUCTION 
DATE. 

0 COMPLETE THE USUAL HOST TRANSFER IN THE SYSTEM WHICH 

WILL PROVIDE YOU WITH THE TRANSFER NUMBER TO BE 
INCLUDED ON THE RECALL BAR-CODED RETURN LABEL. 
DAMAGE/OUTDATE BAR-CODED LABELS ARE NOT TO BE USED FOR 
OUTDATE CIGARETTE RETURNS. THE RECALL NUMBER IS TO BE 
ENTERED AND IS CONTINUOUSLY USED PER THE FOLLOWING 
VENDOR RA’S: 



CALIFORNIA 

OREGON 

WASHINGTON 

VENDOR 

RECALL# 

RECALL# 

RECALL# 

B&W 

40010 

10010 

20010 

COMMONWEALTH 

40030 

10030 

20030 

LIGGETT 

40001 

10001 

20001 

LORILLARD 

40040 

10040 

20040 

PHILIP MORRIS 

40000 

10000 

20000 

RJ REYNOLDS 

40020 

10020 

20020 


OVERSTOCK CIGARETTES ARE NOT TO BE RETURNED TO THE 
PRC 


Source: https://www.industrydocuments.ucsf.edu/docs/mxlyOOOO 
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